Re:Insurance 


Subject: Re: Insurance 

From: Brooke Rios <brios@newlosangeles.org> 

Date: 1/23/19, 10:48 AM 

To: Xochitl Lira <xlira@newlosangeles.org> 

I would guess yes, but to be sure, contact Matt. 


On Wed, Jan 23, 2019 at 10:45 AM Xochitl Lira &lt;xlira@newlosangeles.org&gt; wrote: 
Hi, 


Do you know if the plumbing, electrical, roofing and heating was all updated in 2009? I 
requested information from CharterSafe but they don&#39;t have that. 
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